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I 1 8 APR 1970 


Gentlemen: 


1. Reference is made to Contract No. FH-2515 executed 
by the parties hereto 28 October 1965, as subsequently 
amended. 
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2. EXHIBIT "A" to the Schedule of Basic Contract No. 
FH-2515 sets forth the basic Scope of Work to be performed 
under this contract. This Scope of Work was subsequently 
amended by Amendment Nos. 1 through 13 to provide for 
additional items of work and extension of date of completion 



4. By this Amendment No. 14 the Scope of Work is further 
amended by decreasing the Scope of Work by deleting in its 
entirety the requirement provided by Amendment No. 6 to this 
contract entitled "Work Statement for W80C and Elevation 
Encoder and Servo Retrofit." 


5. It is mutually agreed that the above reduction in 
scope is made with the understanding that the same technical 
effort for same fixed price amount of l I will be added 


to Scope of Work of Contract No.- AG-1102, F33657-70-C-0155 by 
amendment thereto. 
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7. All other terms, conditions, and requirements of 
this contract, as amended, remain unchanged. 

8 Please indicate your receipt and acceptance of this 
Amendment No. 14 to Contract No. FH-2515 by executing the 
original and two copies hereof. Return the original and 
copy to the undersigned and retain the remaining copy for 

your files. 

Very truly yours, 

THE UNITED STATES OF AMERICA 
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Contracting Officer 
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